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Khan, Annie (DPH) 

From: Solel, David (NOR) 

Sent: Friday, September 16, 2011 4:52 PM 

To: Khan, Annie (DPH); Renczkowski, Daniel (DPH); brown, jessica (POL) 

Subject; Comm, Woburn Superior Court (Middlesex) 

Hello all- 

This is an oxy trafficking case that is scheduled for an argument on joinder (of the two cases) on 9-27- 
11. Technically DeStephan already has a trial date of 10-3-11 but I expect that will be postponed until at 
least a couple weeks later. 1 just wanted to flag this case for you - if they are joined, I will need all three 
of you, and wanted to see if there were particular dates that did not work for you that I would need to 
stay away from when picking a trial date. 

This is a complex, multi-witness case, so there could be some flexibility as to the order in which you 
were called. Let me know when you have a chance. 

Dave 


5) Annie Dookhan, Chemist 

a. Cert^^^^^Hll-12-08 sale to West by Ooherty/Cormier) 

b. Cert^^^^^HCincotta package, 100 DC pills with weight of 26.74 grams) 

c. Cert^^^^^Hcincotta package, 100 Xanax pilis/Alprazoiam) 


6) Daniel Renczkowski, Chemist, 

a. Cert^^^^^|(ll-12-08 sale to West by Doherty/Cormier) 

b. Cert^^^^^|(Cincotta package, 100 OC pills with weight of 26.74 grams) 

c. 


7) Jessica Brown, Chemist 

a. Cert^^^^|( 1-6-09 sale to Foley by Doherty) 

b. 2 OC pills, total weight 0.53 grams 

David Soiet 

Assistant District Attorney 
Middlesex District Attorney’s Office 
ph. (781)897-6712 
fx: (781)897-6701 




9/19/2011 
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Boston Drug 
Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 
8:00 - 11:00 
2:00 - 4:00 


The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 




DRUG RECEIPT 


Amherst Drug 
Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 
9:00- 12:00 
1:00 - 4:00 


City or Department: 


f2>; \ U 


C.A 


Police Reference No.: 


Name and Rank of Submitting Officer: . 

Defendant(s) Name (last, first, Initial) _ 









PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 


State Laboratory Institute 

DRUG RECEIPT 



Amherst Drug Laboratory 
Tei (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 











Date Analyzed; 



City: Billerica P^ice Dept. 
Officer: ^HjlgjitFRANK MIRASOLO 

Def:L 

Amount: 2.0 

No. Cent: 1 Cent: pb 

DateRec'd; 11/19/2008 
Gross Wi; 3.66 




SubstTAB 

No. Analyzed: 

Net Weight: O 
# Tests: 


Prelim: O V\ cn 


Findings; 
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City: Billerica Police Dept. 


Officer; Sergeant FRANK MIRASOLO 



Amount: 100.0 
No. Cont: 1 Cent: pc 

Date Rac'd; 02/10/2009 
Gross Wt: 39.94 


Date Analyzed; 


SubstTABS 

No. Analyzed; 

Net Weight: 

# Tests: 2- ev'SiD 




Prelim: Findings: 


City: Billerica Police Dept. 
Officer; Sergeant FRANK MIRASOLO 



Amount: 100.0 
No. Cont: 1 Cent: pc 

Date Rac’d: 02/10/2009 
Gross Wt,; 40.76 


Date Analyzed: 


Subst:TABS 

No. Analyzed: 

Net Weight: 


# Tests: \ 


Prelim: E 


Findings: 
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PRELIWUNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocivstaltIne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS o 

date 3- 


GCyMS CONFIRMATORY TEST 

RESULTS cocC(jvja. 

MS 

OPERATOR s^:sa- _ 

DATE 


Revised 7/2005 
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Drug Information 

kJ 


DRUG NAME: OXYCONTIN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE -80 MG 


Color: Green 
Shape: Circle 

Imprint: oc The tablet is imprinted 
with OC on one side and 80 on the 
other side. , 80 

Form: Oral Tablet, Extended Release 

Available-Container-Size; Strip of 
25 , Bottle of 100 , Box of 20 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC; 59011-0107-25 
59011-0107-10 
59011-0107-20 

Excipients: Povidone ; Sodium 
Hydroxide ; Sorbic Acid ; Stearyl 
Alcohol; Talc ; Titanium 
Dioxide ; Triacetin ; FD&C Blue No. 

2 ; Hydroxypropyl Cellulose ; Ferric Oxide, 

Yellow ; Ammonio Methacrylate 

Copolymer; Hypromellose ; Lactose ; Magnesium 

Stearate ; PEG-400 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 5718858 

Contact: Purdue Pharmaceutical Products 



hUD://www.thomsonhc.com/micromedex2/librai‘ian/PFDefaultActionId/evidencexpert.Dis,., 

Folk 


10/6/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# AGENCY ANALYST gy^Q 

No. of samples tested:_ Evidence Wt 


PHYSICAL DESCRIPTION: 


\O0 ^Ma-sa^rx oDr\ ’xcci. 

v (? c, 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: ^ b -1 M 


© 


PRELfMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcfvstalllne Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

CT\w^orrvcL-^C- 


PRELiMINARY TEST RESULTS 
RESULTS f j d rn <o 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS O ^ L <~fVo 

MS 

OPERATOR o:s^ 

DATE 


Revised 7/2005 
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Drug Information 


DRUG NAME: OXYCONTIN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE 80 MG 


Color; Green 
Shape: Circle 

Imprint: oc The tablet is imprinted 
with OC on one side and 80 on the 
other side., 8 0 

Form: Oral Tablet, Extended Release 

Available-Container-Size; Strip of 
25 , Bottle of 100 , Box of 20 

AAPCC Code; 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 



NDC; 59011-0107-25 
59011-0107-10 
59011-0107-20 

Excipients: Povidone; Sodium 
Hydroxide ; Sorbic Acid ; Stearyl 
Alcohol; Talc ; Titanium 
Dioxide ; Triacetin ; FD&C Blue No, 

2 ; Hydroxypropyl Cellulose ; Ferric Oxide, 

Yellow; Ammonio Methacrylate 

Copolymer; Hypromellose ; Lactose ; Magnesium 

Stearate ; PEG-400 

Regulatory Status: Schedule II 

Availability; United States 

Product ID 5718858 

Contact: Purdue Pharmaceutical Products 


Copyright© 1974-2011 Thomson Reuters, All rights reserved. 


htlp;//vvww.tlionisonhc.coin/microniedex2/librarian/PFDefaultActionId/evidencexpert.Dis.., 10/6/2011 
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DRUG POWDER ANALYSIS FORiyi 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 


PHYSICAL DESCRIPTION: 

\oo u>%\'e 

V ^ ^ V 




Gross Wt ( ):_ 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt: \ 5 . 0(0 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalllne Tests 

Gold 

Chloride_ 

TLTA_[_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS ^'^axrAOnr^ 

date 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE _ 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q1-2009\SYSTEM7\03_25_09\649212.D 

Operator : DJR 

Date Acquired : 25 Mar 2009 14:01 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 649212.D\dala.ms 

2500 

2000 
1500 
1000 
600 
0 

Time-> 


Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


649212.D Mon Oct 03 08:53:44 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2009\SYSTEM7\03_25_09\649213.D 
DJR 

25 Mar 2009 14:14 

OXYCODONE STD 

13 

DRUGS. M 
RTE 


Abundance 


TIC;649213.0\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.893 

907702 

100.00 

100.00 


649213.D Mon Oct 03 08:53:48 2011 


Page l 


Folk_OIG_PRR_049547 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Ql-2009\SySTEM7\03 25 

09\649213.D 

Operator 

DJR 


Date Acquired 

25 Mar 2009 14:14 


Sample Name 

OXYCODONE STD 


Submitted by 



Vial Number 

13 


AcquisitionMe t h 

DRUGS,M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C;\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


5,89 C:\Database\NIST05a,L 

Morphinan-6-one; 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-oner 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40^ 

20 


44 


58 


m/E-> 20 40 


.u. 


60 


Avefage of 6,851 to 6.079 min.: 649213.D\data.ms (-) 


70 


116 


84 


140 


128 

Ik 


201 


187 

I 159 1f llj , 

iil...liiiJlI. i 


230 


214 

Ul 


268 


244 

„.i. 


272 287 


300 


T'ry ’r ' i '’ ' j r’r -t- j |' i' < i"i f \ I ' I i ) ' I'l t I '-j'i i t ' V f 

80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 

80 

60 

40 

20 


#134017: Morphinan-6-one, 4,5‘epoxy-14-hydroxy-3'methoxy-17-methyK (6.alpha.)- 


42 


15 28 


230 


mlz-> 20 40 


55 

_ .1 . k. .i.i 


T 

60 


S 201 

128^1^ .Til ■'5^ I 

84 98 159 175 ,|i 

i..yI.I , , i,k kJiii i4"#. 


80 


215 


258 


i t' i i pr I j ’ 1 ' I * 1 ?"rri ‘ | b ' >'i ) i i | t *') i i ‘ ) 'i i r-r-|- 

100 120 140 160 180 200 220 240 260 280 300 


244 

ji-ji—. 


272 286 


649213 ,D 


Mon Oct 03 Q8;53:49 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM7\03_25_09\649215.D 

DJR 

25 Mar 2009 14:39 

BLANK 
ASD 
1 

DRUGS . M 
RTE 


Abundance TIC: 649215.D\clala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


649215.D 


Mon Oct 03 08:54:02 2011 


Page 1 


Folk_OIG_PRR_049549 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2009\SYSTEM7\03_25_09\649216.D 
DJR 

25 Mar 2009 14:62 

ASD 

16 

DRUGS . M 
RTE 


Abundance 


3.697 


TIC: 649216.D\daia.ms 
6.909 


2000000 

1500000! 

lOOOOOOj 

500000 

0 - 

Tlme*-> _ 


i ) I ] i I n" | M ^ r} 1 1 I I y - r 1 j I [ P r t > j r T "rTj i i i i t -j-t- t -i' i j-T" r ; ? ^-i T-T-T- y -? ■ f i i ] i ^ r - vj t m i ^ m i i 

2,00 2.60 3J)0 3.50 4.00 4.50_6.00 _5j;0 MQ 6.50 7.00 7 .50 8.00 8.50 9.00 9,50 


Ret, Time 

Area 

Area % 

Ratio % 

3.897 

2550626 

38,28 

62.02 

5.909 

4112836 

61.72 

100.00 


649216.D Mon Oct 03 08:54:06 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM7\03_25__09\649216.D 

Operator : DJR 

Date Acquired : 25Mar2009 14:52 

Sample Name : 

Submitted by : ASD 
Vial Number : 16 

AcquisitionMeth: DRUGS,M 
Integrator : RTF 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality; 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


1 3.90 Ci\Database\NIST05a.L 

1-Octadecene 000112-88-9 98 
l-Heptadecanol 001454-85-9 95 
1-Nonadecanol 001454-84-8 95 


Abundance Average of 3.854 to 4.114 min.: 649216,D\dala.rns (-) 

1 5:5 



Abundance #93542: t-Octadecene 

I 4b 55 



649216.D Mon Oct 03 08:54:07 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F: \Ql-2009\SySTEM7\03_25_09\649216 ,D 
DJR 

25 Mar 2009 14:52 


ASD 

16 

DRUGS,M 
RTF 


Search Libraries; C:\Database\SLI«L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2,L 


PK# RT Library/ID 


CAS# Qual 


2 5.91 C:\Database\NIST05a.L 

Morphinan-S'-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6. 99 
Morphinan-6-one, 4;5-epoxy-14-hydro 000076-42-6 99 


Abundance 


80 


60 

40 

20 


m/z-> 


42 


70 


55 


r"p-t^-r t^T 

40 


Average of 5.856 to 6.13t min.: 649216.D\data.r>is (-) 


115 


84 98 , 


60 


140 


128 

JL 


188 
169 


201 




3 5 


230 


7" 


214 

JL 


258 


244 




272 286 

r++ 


300 


80 100 120 140 160 180 200 220 240 260 


I 

280 


329 


yri 

300 320 


Abundance 


80 


60 


40 


20 


nfi/z-> 


40 


#134021: Mofpliinan-6*one, 4.5*epo)fy-14-hydroxy-3-methoxy-17-melhyl-. (S.afpha.)- 


42 


70 


55 

Ji 


60 


84 

■ i li. 


80 


98 


115 140 

128 


T- 




159 


176 

ilLiui. 


187 


201 


230 


214 

JL 


T 


258 

244 || 272 286 


7“ 




T" 


100 120 140 160 180 200 220 240 260 280 300 320 


649216.D Mon Oct 03 08:54:08 2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q1-2009\SYSTEM7\03 25 09\649233.D 

Operator 

DJR 

Date Acquired 

25 Mar 2009 18:27 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 649233. D\d ala. ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


649233.D Mon Oct 03 08:54:59 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Ql-2009\SySTEM7\03_25_09\649234.D 
DJR 

25 Mar 2009 18:40 

OXYCODONE STD 

13 

DRUGS . M 
RTE 


Abundance TiC: 649234.D\dala.nis 



Ret. Time 

Area 

Area % 

Ratio % 

5.893 

1143650 

100.00 

100.00 


649234.D Mon Oct 03 08:55:03 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Marne 

F:\Q1-2009\SYSTEM7\03 25 

09\649234.D 

Operator 

DJR 


Date Acquired 

25 Mar 2009 18:40 


Sample Name 

OXYCODONE STD 


Submitted by 



Vial Number 

13 


AcquisitionMe th 

DRUGS.M 


Integrator 

RTE 


Search Libraries; C:\Database\SLI,L 

Minimum Quality; 80 


C;\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_T0X2.L 


PKU RT 

Library/ID 

CAS# Qual 


1 5.89 C:\Database\NIST05a.L 

Morphinan’-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4;5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 


Average of 5.856 to 6.100 min.; 649234.DWata.ms H 


3 5 



Abundance 


80 


60 

40 

20 


#134017: Mofphinan>6*one, 4.5'epoxy“14-hydroxy-3-melhoxy-17-niethyl-, (S.alpha.)- 


m/z--> 


a : 

15 28 

!. liK li 

2 7 

1 55 

i .i-.h. J K J 

0 '■ 
, 84 98 , 

15 

128 1 
k ii,.k 

T T i r T ‘r 

20 4C 

t 60 80 100 120 140 


159 


175 


187 


160 


180 


230 


201 


216 

Jl 


258 

244 li 272 286 




-Tfr- 


200 220 240 260 


J [ r"T-T T 
280 


300 


rY-p 


649234,1) Mon Oct 03 08:55:03 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q1"2009\SYSTEN7\03_25_09\649242.D 
DJR 

25 Mar 2009 20:21 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance TIC; 649242.D\dala.ms 


2500 

2000 

1600 

1000 

500 

0 

Tjme--> 



-V-[—r- f -i -ryi i -n i i i i t y i i i i | t < i i | i i r -?- y i i t f ] i i f t | i i i t | i i i t | i r i i -p i i i < pn: t ' j i i i i i i i t 

2.00 2,50 3,00 3:5^_ 4.00^,50 5^0 5>5Q 6,0 0 6 .50 7.00 7,50 8.0p_ 8.50 _9.00 9,60 


Ret * Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


649242.D Mon Oct 03 08:55:50 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Ql-2009\SySTBM7\03__25_09\649243 .D 
DJR 

25 Mar 2009 20:34 


ASD 

43 

DRUGS * M 
RTE 


Abundance TiC: 649243.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

3.891 

2593210 

37.66 

60.42 

5.909 

4292116 

62,34 

100.00 


649243.D Mon Oct 03 08:55:55 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q1-‘2009\SYSTEM7\03__25_09\649243 .D 

Operator : DJR 

Date Acquired : 25 Mar 2009 20:34 

Sample Name : 

Submitted by : 

Vial Number i 43 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C;\Database\PMW TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 

1 3.89 

C:\Database\NIST05a.L 
1-Octadecene 

1-Heptadecanol 
l-Nonadecanol 

000112-88-9 98 
001454-85-9 95 
001454-84-8 95 


Abundance Average of 3.854 to 4.114 min.: 649243.D\data.ms (-) 

l 



Abundance #§3542: LOctadecene 

I P 



649243,0 Mon Oct 03 08:55:55 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2 00 9\SYSTEM7\03_25_09\649243 
DJR 

25 Mar 2009 20:34 


ASD 

43 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 5.91 C;\Database\NlST05a.L 

Morphinan-6-one; 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 ' 


Average of 6.656 to 6.094 min,: 649243.D\data.ms (-) 


3l5 


40 

20 


42 


230 


70 

65 I 84 98 

n JlJ, 


mlz-> 


T 

40 60 


80 


■IIS 140 
128 


100 120 140 


169 


187 

JILL 


201 


160 180 


p 

200 


215 


258 


244 




272 287 


300 


329 


220 240 260 280 300 320 


Abundance 


80 


60 


40 


20 


fn/z-> 


42 


#134021: Mofphinan-8-one, 4,6‘epoxy-14’hydroxy-3‘melhoxy-17-melhyl-, (5.aipha.)- 


70 


55 


40 


60 


84 98 




128 I 

I ii.. iL..Ji.i-,., 

^ . . . 


230 


169 


T 


"-pf 


175 

1' 


201 

W I 214 


100 120 140 160 


I ( P 

180 200 


258 

244 || 272 286 


220 240 260 280 300 320 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2009\SYSTEM7\03_25__09\64 9245.D 
DJR 

25 Mar 2009 20:59 

BLANK 
ASD 
1 

DRUGS . M 
RTE 


Abundance TIC: 649246,D\data.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


649245.D Mon Oct 03 08:56:03 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Filei 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2009\SYSTEM7\03_25__09\649246 *D 
DJR 

25 Mar 2009 21^2 


ASD 

46 

DRUGS,M 
RTE 



Time.-> 2.00 2.50__3,00 3,60_ 4.00. 5.00 ^.50 6.00 6.50 7.0 0 7.50_.. 8-00 M? 


Ret. Time 

Area 

Area % 

Ratio % 

3.892 

1898497 

41.31 

70.40 

5.898 

2696748 

58,69 

100.00 


649246,D Mon Oct 03 08:56:08 2011 


Page 1 


Folk_OIG_PRR 049561 










Area Percent / Library Search Report 


Information from Data File: 


Pile Name 

F:\Q1-2009\SYSTEM7\03 25 

09\649246.D 

Operator 

DJR 


Date Acquired 

25 Mar 2009 21:12 


Sample Name 



Submitted by 

ASD 


Vial Number 

46 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C: \Database\SLI, L 

Minimum Quality: 80 


C;\Database\NIST05a.L 

Minimum Quality; 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 3.89 C:\Database\KIST05a.L 


1-Heptadecanol 

001454'-85-9 

95 

1"Nonadecanol 

001454-84-8 

95 

l-Octadecanol 

000112-92-5 

94 



Abundance #96333:1-Heptadacanot 



649246.D Mon Oct 03 08:56:08 2011 Page 2 


Folk_OIG_PRR_049562 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2009\SYSTEM7\03_25_09\649246.D 

Operator ; DJR 

Date Acquired ; 25 Mar 2009 21:12 

Sample Name ; 

Submitted by : ASD 
Vial Number : 46 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

2 

5,90 

C:\Database\NIST05a.L 





Morphinan-6-one/ 

4,5-epoxy-14-hydro 

000076-42-6 

99 



Morphinan-6“One, 

4,5-epoxy-14-hydro 

000076-42-6 

99 



Morphinan-6-one, 

4,5-epoxy-14-hydro 

000076-42-6 

99 


Abundance Average of 5.856 to 6.116 min.: 649246,D\data.ms (-) 

3i5 

801 



Abundance #134019: Morphinan'S-one, 4.6-epoxy-14-hydroxy-3-methoxy-17-iTiethyl-, (5. alpha.)- 



649246.D Mon Oct 03 08:56:09 2011 Page 3 


Folk_OIG_PRR_049563 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date AcquirecJ : 
Sample Name t 
Submitte<3 by : 
vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File: 

F: \Q1-2009\SYSTEM7\03__25_09\64 9266 . D 
DJR 

26 Mar 2009 1:26 

BLANK 

2 

DRUGS.M 
RTF 


Abundance TIC: 649266.D\dala,ms 



Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


649266.D Mon Oct 03 08:56:27 2011 


Page 1 


Folk OIG PRR 049564 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q1-2009\SYSTEM7\03_25_09\649267.D 
DJR 

26 Mar 2009 1:38 

OXYCODONE STD 

13 

DRUGS . M 
RTE 


Abundance TIC; 649267,D\dala.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.893 

1324800 

100.00 

100.00 


j 


649267.D 


Mon Oct 03 08:56:31 2011 


Page 1 


Folk OIG PRR 049565 












Area Percent / Library Search Report 


Information from Data File: 


File Name 

P:\Q1-2009\SYSTEM7\03 25 

09\649267 .D 

Operator 

DJR 


Date Acquired 

26 Mar 2009 1:38 


Sample Name 
Submitted by 

OXYCODONE STD 


Vial Number 

13 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

C: \Database\PMW__TOX2 , L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 5.89 C:\Database\NIST05a,L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-'14-hydro 000076-42-6 99 
Morphinan-6-one; 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 


Average of 5.851 to 6.063 min.: 649267.D\data.ms (-) 


44 


70 


55 

Ju 


230 


115 


84 98 




128 


201 
187 

159 ill 


iku 


214 

i!,. 


258 

1 272 286 


j t I I I j- r ; ‘ I ‘ r i 'i i' j ~ t t Vf j n t'l < | i'f ) I'p i 

m/z^.> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 


80 


60 


40 


20 


#134017: Morphlnan-6-one. 4,6-epo>cy-14-hydroxy-3’meihoxy-17-melhyb, (S.alpha.)- 


230 


42 


15 28 


U -T - r " ] " T - 

‘ m/E-<> 20 


40 


70 

55 I 84 98 


115 




60 


-j- 

80 


187 

128 I -^75 jj 


201 


iiL.y 


159 


215 


268 


244 


272 


286 


300 


!'^T ^ I I P I I P j ( > I I I I i I 1 j 1 p I i |-T-T-T-I ^ 1 r ! , I 1 f ^ 1 f . I . I j 1 1 I . } P . , r -j- 

100 120 140 160 180 200 220 240 260 280 300 


649267,D Mon Oct 03 08:56:32 2011 


Page 2 


Folk OIG PRR 049566 

















Detail View 


LoQoTop 

ETH 


LogoBottom 

446 


Manufacturer: Ethex Corp 

Form: 

Tablet 


Location: 

Weight: 


(mg) 

Distributor: 

Schedule: 

C-ll 


TradeName: 





Ingredient 1: Oxycodone 30mg 


ingredient 2: 

TabietSi:se: 

Ingredient 3: 

TabletCoior: white 

Ingredient 4: 

TabletTopView: round 

Ingredient 5: 

Tab! etS i d e Vi ew: Iflat beveled 

MDC: 

TabIstScore: half score 

Appearance: interrupted scoremark 

TabletCoating: 


TabletDetai!: 


Print I Close 


Version 331 DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049567 




Detail View 


LogoTop 

OC 


Manufacturer: Purdue Frederick 
Location: 

Distributor: 

Tr ade Na me: OxyCo nti n 

ingredient 1: Oxycodone 30mg 
Ingredient 2: 

Ingredient 3: 

Ingredient 4: 

Ingredient 5: 

NDC: 

Appearance: 


Rrint 


LogoBottom 

30 


Form: Tablet 

Weight: (mg) 

Schedule: C-l! 


TabletSize: (mm) 

TabletCo^or: ^brown 

TabiStTopView: found 
TabietSideView: biconvex 
Tab^etScore: no score 

TabletCoating: 

TabietDetaii: 

Close I 


Version 331 


OEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049568 




Petaii View 


LogoTop LogoBottom 

V 4812 


IVIanufacturer: Vintage Pharm 
Location: 

Distributor: 

TradeName: 

Ingredient 1: Oxycodone 30mg 
ingredient 2: 

Ingredient 3: 

Ingredient 4: 

Ingredient 5: 

NDC: 

Appearance: 


Form: Tablet 

Weight: 

Schedule: C-H 


TabletSize: 

TabietColor: blue 

TabletTopView: round 
TabletSideView: biconvex 
TabletScore: half score 

TabletCoating: 
TabsctDetasI: 


Ennt 


Close 


(mg) 


(mm) 


Version 3,31 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049569 







LogoTop 

M 

30 


Logo Bottom 


Manufacturer: Mylan Pharm 
Location: 

Distributor: 

TradeName: 

Ingredient 1: porazepate 3.75mg 
Ingredient 2: 

Ingredient 3: 

Ingredient 4: 

Ingredient 5: 

HDC: 00378-0030 

Appearance: :monogram divided by scoremark 


Form: Tablet 

Weight: 140 (mg) 

Schedule: C-IV 


IabletSize: 7.2 (mm) 

TabietColor: blue 

TabletTopView: round 
TabietSideView: flat beveled 
TabletScore: half score 

TabietCoating: 

TabletDetail: 



Version 331 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049570 





Oetaii View 


LogoTop 

A 

215 


Manufacturer: Amide Pharm 
Location: 

Distributor: 

TradeName: 

Ingredient 1: Oxycodone 30mg 
Ingredient 2: 

Ingredient 3: 

Ingredient 4: 

Ingredient 5: 

NDC: 

Appearance: monogram divided by scoremark 


Brint 


Logo Bottom 


Form: Tablet 

Weight: (mg) 

Schedule: C-fl 


TabletSsze: (mm) 

TabletCoior: blue 

TabletTopView: round 
TabSetSideVrew: biconvex 
TabietScore. half score 

Tabletcoating: 

Tab^etDetaiL 

Close I 


Version 331 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049571 






LogoTop 


LogoBottom 



OC 


o 

00 


Manufacturer: 

Purdue Frederick 


Form: Tablet 


LocatEon: 



Weight: 

270 (mg) 

Distributor: 



Schedule: C41 


TradeName; 

OxyContin 




Ingredient 1: 

Ingredient 2: 

Ingredient 3: 

Ingredient 4: 

Ingredient 5: 

Oxycodone 80mg 


TabietSize: 

TabietCo^or: green 

TabietTopViev/: round 

Tab[GtSideView: biconvex 

8.9 (mm) 

NDC: 

59011-^0107 


TabietScore: no score 


Appearance: 



TabietCoating: ifilm-coated 





TabietDetai!: 




Erint j 

Close I 



Version 3.31 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 



Detail View 


LogoTop LogoBottom 

OC 30 


Manufacturer: illicit mfr 

Form: Tablet 


Location: 

Weight: 

(mg) 

Distributor: 

TradeName: counterfeit OxyContin 

Schedule: C41 


Ingredient 1: Fentanyl 

Ingredient 2: 

TabletSize: 

(mm) 

Ingredient 3: 

Ingredient 4: 

Ingredient 5: 

TabletCclor: white 

TabietTopView: round 

TabletSideView: biconvex 


NDC: 

TabletScore: ^no score 


Appearance: 

Tabletcoating: 



TabletDetail: 



Print 


Close 


Version 3.31 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049573 




Detail View 


LogoTop 

OC 


Manufacturer: illicit mfr 
Location: 

Distributor; 

TradeName: counterfeit OxyContin 

Ingredient 1: Fentanyj 1.5mg 
Ingredient 2: 

Ingredient 3: 

Ingredient 4: 

Ingredient 5: 

HDC: 

Appearance: ' 



LogoBottom 

80 


Form: Tablet 

Weight: 

Schedule: C-ll 



140 (mg) 


TabletSize: 7.3 (mm) 

TabletColor: green 

TabietTopView: round 
TabletSideVsew: ibiconvex 
TabietScore: no score 

Tabletcoating: 

TabletDetail: ;mott!ed 


Erint 


Close 


Version 3.31 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049574 










Detail View 


LogoTop 

OC 


Manufacturer: Illicit mfr 
Location: 

Distributor: 

TradeName: counterfeit OxyContin 

Ingredient 1: Heroin 12mg 
Ingredient 2: Caffeine 
Ingredient 3: 

Ingredient 4: 

Ingredient 5: 

NDC: 

Appearance: approximate diameter 
light brown matrix 


LogoBottom 

80 


Form: Tablet 

Weight: 280 (nrtg) 

Schedule: C-l 


TabletSize: 9 (mm) 

TabietColor: green 

TabletTopView: round 
TabletSideView: biconvex 
TabletScore: no score 

Tabletcoating: coated 
TabletDetasL 

Brint I Close 


Version 3.31 


DBA does not guarantee the accuracy of the Information above 


(6/9/2011) 


Folk OIG PRR 049575 




Detail View 


LogoTop 

OC 


fVlanufacturer: iilicit mfr 
Location: 

Distributor: 

TradeName: counterfeit OxyContln 

ingredient 1: Diphenhydramine 160mg 
Ingredient 2: 

Ingredient 3: 

Ingredient 4: 
ingredient 5: 

NDC: 

Appearance: 


Erint 


LogoBottom 

80 


Form: Tablet 

Weight: 390 (mg) 

Schedule: OTC 


TablatSize: 12.1 (mm) 

TabletCOiOr: Iwhtte 

TabletTopView: round 
TabletSideVsew: ibiconvex 
TabletScore: no score 

TabietCoating: : 

TabletDetail: 

Close I 


Version 3.31 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049576 




Detail View 


LogoTop LogoBottom 

M 30 


Manufacturer: :Mallinckrodt 
Location: 

Distributor: 

TradeName: 


ingredient 1: Oxycodone 30mg 
Ingredient 2: 

Ingredient 3: 

Ingredient 4: 

Ingredient 5: 


NDC: 

Appearance: "M" in box 

light blue color 


Form: Tablet 

Weight: 100 (mg) 

Schedule: iC-li 


TabletSize: 6,5 (mm) 

TabletColor: blue 

TabletTopVlew: round 
TabletSideVsew: biconvex 
TabietScore: half score 

TabletCoating: 

TabletDetail: 


Print 


Close 


Version 3,31 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049577 







8ZS6^0 ddd 010 >l|Od 


Detail View 


LogoTop 

LogoBottorn 

M 

30 


Manufacturer: 

Mallinckrodt 

Form: Tablet 

Location: 


Weight: 

Distributor: 


Schedule: C-ll 

TracleName: 



Ingredient 1: 

Morphine Sulfate 30mg 


Ingredient 2; 


TablotSize: 

Ingredient 3: 


TablotColor: purple 

Ingredient 4: 

Ingredient 5: 


TabletTopVlev^: round 



TabletSIdeView: biconvex 

NDC; 


TabietScore: :no score 

Appearance: 

"M" in box 

approximate diameter 

TabletCoatir'ig: ;fHm-coated 



TablotDetail: 


Print 


Close 


0 (mg) 


7 (mm) 


Version 3.31 


DEA does not guarantee the accuracy of the information above 


(6/9/2011 



Detail View 


LogoTop 

LogoBottom 

OC 

80 


Manufacturer: Napp Pharm 

Form; Tablet 


Location: 

England 

V^eight: 

270 (mg) 

Distributor: 


Schedule: C-il 


TradeName: 

OxyContin 



Ingredient 1: 

Oxycodone 80mg 



Ingredient 2: 


TabletSize: 

8.8 (mm) 

Ingredient 3: 

Ingredient 4: 

Ingredient 5: 


TabietCo^or: green 

TabletTopView: round 

TabletSideView: iblconvex 


NDC: 


TabfetScore: ino score 

. . 

Appearance: 


TabletCoating: film-coated 



TabietDetaih 


Erint I Close 


Version 331 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049579 







Detail View 


LogoTop 

OC 


LogoBottom 

80 


Manufacturer: Purdue Frederick 
Location: 

Distributor: 

TradeName: Piacebo OxyContin 

Ingredient 1: Inert 
Ingredient 2: 
ingredient 3: 
ingredient 4: 

Ingredient 5: 

NDC: 

Appearance: 


Form: Tablet 

Weight: 280 (mg) 

Schedule: 


TabletSi 2 :e: 8.9: (mm) 

TabletColor: green 

TabletTopView: round 
TabletSideView: biconvex 
TabletScore: no score 

TabietCoating: film-coated 
TabletDetaii: 


Brint 


Close 


Version 3.31 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049580 







Detail View 


LogoTop 

OP 


LogoBottom 

30 


Manufacturer: Purdue Frederick 
Location: 

Distributor: 

TradeName: OxyContin 


Ingredient 1: Oxycodone 30mg 
ingredient 2: 
ingredient 3: 

Ingredient 4: 
ingredient 5: 


NDC: 59011-0430 

Appearance: new tamper proof formuiation 


Form: 

Weight; 

Schedule: 


Tablet 

C-!i 


155 (mg) 


TabletSize: 7.2 (mm) 

TabletColor: brown 

TabietTopVlew: round 
TabietSideView: Ibiconvex 
TabietScore: no score 

TabfetCoating: film-coated 
TabietDetaih 


Print 


Close 


Version 331 


DEA does not guarantee the accuracy of the information above 


(6/9/2011) 


Folk OIG PRR 049581 




D0t3ii Vi0W 


L 090 T 0 P LogoBottom 

54 

199 


Manufacturer: Philips Roxane Labs 

Form: Tablet 

Location: 

Weight: 

Distributor: 

Schedule: C-ii 

TradeName: Roxicodone 


Ingredient 1 : lOxycodone 30mg 

Ingredient 2: 

TabletSize: 

Ingredient 3: 

TabletColor: blue 

Ingredient 4; 

TabietTopView; round 

Ingredient 5: 

TabietSideView: biconvex 

NDC; 

TabletScore: half score 

Appearance: 

TabletCoating: 


TabletDetail: 


Brint | Close 


100 (mg) 


6.4 (mm) 


Version 331 


DEA does not guarantee the accuracy of the mformation above 


(6/9/2011) 


Folk OIG PRR 049582 






